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1. " We are informed that repeated tests by the Pathological 
Laboratorium at Medan have shown that fresh water supplied 
at Belawen is not always reliable. 


2. “If taken at Belawan, the water should be chlorated or boiled 
before personal use. Please advise all Masters," 
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